PREFACE
ON THE advice of Dr. L. H. Baekeland, President of the
American Institute of Chemical Engineers, and chem-
ical  counsel   of   the   Hooker   Electrochemical   Com-
pany, the research department of the latter company undertook
to collect all data relating to the uses of chloride of lime in
sanitation.
An unexpectedly large amount of important information was
thus obtained, and the fact was clearly revealed that this inex-
pensive chemical was one of the most valuable and economical
agents available for the protection, in many ways, of the public
health.
It, therefore, seemed almost a duty to place before sanitarians
and those in charge of work connected with public health, the
information brought together, all of which is not readily acces-
sible. Hence this book was written.
Instead of presenting a dry enumeration of bibliographical
abstracts, it was thought preferable to offer the subject in a some-
what more connected form in several chapters, each dealing with
a different problem of sanitation.
The reader who desires more information may find it in the
chapter of abstracts where subjects can be traced further to the
original sources of information.
I desire to express my thanks for the valuable aid received
from Mr. 0. C. Hagemann, who was employed for collecting the
bibliographical references, and to Dr. Baekeland, whose con-
tinuous advice and assistance inspired our enthusiasm to publish
this work.
ALBBKT H. HOOKER,
Niagara Falls, N. Y., August, 1912.